193 Farmington Avenue 
1771 

George Hooker 
Hungerford Center 


Saltbox/federal doorway 


1934 WPA Census of Old Buildings in Connecticut Survey 
at the Connecticut State Library Digital Collection. Slide 
#65 


1778 North side Route 72, east of New Britain line 


th 
Wood house, integral saltbox, brick central chimney, two wl . 
stories anda half, 9 window front, paired 6/6 
Stone foundation 


1935 Susqui-Centennial Celebration of the Town of Berlin — Berlin Old Houses. 

Before 1771 George Hooker present owner: City of New Britain Farmington Ave 
1985 Townwide Historic and Architectural Survey of Berlin, Connecticut. Survey # 027 

Before1771 George Hooker present owner: City of New Britain federal doorway 
2018 Town of Berlin GIS Index. iss 


1771 present owner: City of New Britain — part of Hungerford 
Center 
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DISTRICT IF NR, SPECIFY 
( - a = Q DO s (Jnr O Actual O Potential 
1. BUILDING NAME (Common) (Historic) 
Hungerford Center George Hooker House 
TOWN CiTY VILLAG COUNTY 
F} Berlin Kensington Hartford 
S R NO NUMBER (and-or location) 
< 
Y g3 Farmington Avenue 2-4/23/77A8B 
re OWNER(S) 
usd . . 
ore of New Britain Cpubiic K ] Privote 
rot » USE (Present) (Historie) 
Residence Residence 
* ACCESSIBILITY EXTERIOR VSIBLE FROM PUBLIC ROAD INTERIOR eee - EXPLAIN 
TO PUBLIC: k) Yes OC) No O Yes EX) no 
"STYLE OF BUILDIN D OF CONSTRUCTION 
Vernacular/ Federal doorway GG. LAT 
6. M RIAL(S! (Indicate use or location when appropriate) 
h 
OD Clopboord a Asbestos Siding EJ Brick Oa) 
O Wood Shingle O Asphalt Siding O Fieldstone 
EJ Boord & Batten O Stucco O Cobblestone 
Aluminum Concrete Cut stone . 
XI] Siding Ta Type’ _Brownston = 
: RUCTURAL SYSTEM 
a} Wood frame ia Post ond beom O balloon 
( 
- Lood beoring masonry {J Structural iron or steel 
ia Other (Specify) 
TO. ROOF (Type) 
fx] Goble DO Flot B Mansord & Monitor 0 sawtooth 
Other 
z ia} Gombrel O Shed ce] Hip ia Round (Specify) 
F (Material) 
z Roll z 
0 ia} Wood Shingle Aspholt ia Tin D Slote 0 Gable end to the street 
ir Other . 
[x] Asphalt shingle Oj Built up O Tile OD (Specify) {K} Ridge parallel to the street 


11, NUMBER OF STORIES| APPROXIMATE DIMENSIONS 
2 1/2 Su = 26° 


ONDITION (Atri tial) Thaler) 
O Excellent Good a Fair oO Deteriorated 0 Excellent Kk) Good DO Foir B Deteriorated 
43, INTEGRITY (Loe attond WHEN ? CAM erations) 1F YES, EXPLAIN ti 
iginol eas . 3 
GriOnging Tigewed kK] yes [Jno] New siding, considerable new fabria 
RELATED OUTBUILDINGS OR LANO PE FEATURES v 
O Born O Shed DO Garoge fk) Other landscape features or buildings ‘Specify 


- (Stable - now educational center building) 
O rea 0 Shop O Garden 


18 SURROUNDING ENVIRONMENT 
DO Open lond pose: k) Residential i) Scattered buildings visible from site 


dus- 
( O Commercial Sih [-] Rural x) High building density 


16 INTERRELATIONSHIP OF WUILDING AND SURROUNDING 


Genealogy In an area of Farmington Avenue with a scattering of older houses. 


oo tt 2) 
11/84 
NEGATIVE ON FILE 
wee | ose 
’ DATE 
Historic Resource Consulta 12/84 
la Ce 


OF 


?HOTO 


°| COMPILED BY 


17 OTHER NOTABLE FEATURES OF BUILDING OR SITE (interior and/or exterior) 


The George Hooker House has a five-bay facade with a central entry. Win- 
dow surrounds and sash are new (a mixture of l-over-1 and 6-over-6). 
Second-floor windows are located high under the eaves. The entry is c. 
1800 with plain pilasters, a semi-elliptical fanlight with a single old 
pane, and a slightly projecting peak with a partial return and plumb- 
cut dentils under the rakes. Original cladding and cornice detailing 
has been obscured by modern siding. There is an integral leanto to the 
rear. According to the resident, much interior fabric is original. On 
the same property is an early 20th century Colonial Revival stable. The 
stable features original barn doors and steep-gabled flared roofs; with 
recent additions, the stable now serves as a nature education center. 


DESCRIPTION (Continued) 


The George Hooker House is significant as a well-preserved example of 

a small 18th-century central chimney house. An adaptation of tradi- 
tional English building techniques to a harsh climate rich in stone, 
timber, and firewood, the central chimney house was the predominant 
domestic building type in 18th-century New England. It remained pop- 
ular in relatively isolated areas such as Berlin until after 1800. The 
Hooker House has a good deal of new exterior fabric, but many typical 
18th-century features are present, including the large central chimney, 
the symmetrical five-bay facade, the parallel-ridge orientation, and 
the location of the second-floor windows directly under the eaves. The 
fanlit doorway with its pilasters and dentils reflects the then-popular 
Federal interpretation of Classical architecture. 


SIGNIFICANCE 


The Hooker family built a number of houses in this section of Berlin; this 
dwelling is thought to have been built by George Hooker before a be i bs Ee 


Tercentenary List. 
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=r OICOINE OF 
x] None known O Highwoys 0 Vondolism 0 Developers CD other 


af Renewal a Private i] Deterioration O Zoning (J Expisnetion a a hs 
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CONTINUATION SHEET 
Item number: Date: 12/84 


George Hooker House 


Photographs (continued) 


